l66            JOURNEY   WITHOUT   END
But I do remember one thing. Jerry dropped six aerial
torpedoes in the garden of the hospital adjoining our hotel.
Not one of them exploded. All the lights went out, but
that was all. I can still hear one of the Yanks swearing as
he spilt his drink in the darkness.